<> 



SOMERVI LLE POLICE DEPARTMENT 
SOMERVI LLE, MA 

CAD I ncident Report #12033882 



Incident Information 



Incident # 



12033882 



Incident Type 



103 LPR STOP 



Ems Level 



Alarm Level 



Incident Date 



08/24/2012 17:26:29 

Description 



Modified By 



Call Taker 



b224 



Priority 



Modified Date 



08/24/2012 17:26:37 



Municipality 



mation 



Business Name 



1 SOMERVILLE 



Fire Box 



RA 



112 



Correct Location 



968 BROADWAY 



Street # 


Street Name 


Apartment # 


Cross Street 


968 


BROADWAY 







Near 



WALLACE ST / SIMPSON 
AVE 



Landmarks 



Additional 



SEGMENT ADDRESSES RANGE FROM 947 
TO 989 



RP Name 


RP Phone How Received 






RADIO 


RP Address 


Closed By 


Date Closed 




b224 


08/24/2012 18:00:06 



I ncidents 



Agency Name 


Incident Number 


SOM-PD 


12033882 



I ncident Types 



Dispatch Class 



Incident Type 



AMBULANCE 




FIRE/RESCUE 




POLICE 





Note(s) 



Note Type 


Entered By 


User ID 


Note 


INFO 


08/24/2012 18:00:28 


b224 


PLATES TAKEN-PRIVATE TOW 



Officers and Units 





Agency Name 


Unit ID 


Personnel Id 


Officer Name 




SOM-PD 


W6 


299 


CATATAO, A 



Unit Statuses 



CAD Units 



Unit ID 


Status 


Date/Time 


Avail? 


Location 


DispID 


W6 


RESP 


17:26:37 


N 




b224 


W6 


ONLOC 


17:26:37 


N 




b224 


W6 


CLEAR 


18:00:06 


Y 




b224 



Dispositions 



Dispositions 


Type 


Disposition 


Incident Report? 


Accident Report? 


Due By 


POLICE 


(CIT) CIT-TAG 


Y 




CATATAO, A 



